Fire To S - 222 


REGISTERED No . D - 222 


WA 


भारत का राजपत्र 


सत्यमेव जयते 


The Gazette of India 

PUBLISHED BY AUTHORITY 2.6 liter 


प्राधिकार से प्रकाशित 


O 361 

si facent, anfaata , faecae 15, 1973 (BETTO * 4 . 1895 ) . 
No . 36 ] NEW DELHI, SATURDAY, DECEMBER 15 , 1973 (AGRAHAYANA 24, 1895 ) 


इस भाग में भिन्न पृष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 
Separate paging is given to this Part in order that it may be filed as a separate compilation . 
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( PART III -- SECTION 3 ; 

लघु प्रशासनों से सम्बन्धित अधिसूचनाएं 
(Notifications relating to Minor Administrations) 


Administration of Union Territory of Dadra and Nagar Haveli 

Electrical Sub - Division 
Eleciricity Supply Tariffs 


UNION TERRITORY OF DADRA & NAGAR HAVELI 

NOTIFICATION 

Silvassa , the 9th November, 1973 
No . ADM |LAW |LR : - In exercise of the powers conferred 
under clause (II) of section 2 of the Dadra and Nagar Haveli 
Land Reforms Regulation 1971 , the Administrator, Dadra 
and Nagar Haveli, is hereby pleased to amend Form VI under 
Rule 10 (2 ) of the Dadra and Nagar Haveli Land Reformi Rules , 
1972 as under : 

In the said Form VI after part II, Part III shall be added 
as under : 

PART III 
Details of land under Irrigation 


Silyassa , the 11th November, 1973 
Electricty Supply Tariffs effective from :- 1st January, 1974 . 

No. ADM /PWD/ ELE Tariffs/ 102- In exercise of the 
powers conferred by Section 23 read with Section 
51A of the Indian Electricity Act, 1910 and in supersession 
of all the existing orders the Administrator of Dadra 
and Nagar Haveli is pleased to frame the following revised 
Electricity Supply Tariff for the entire Union Territory of Dadra 
and Nagar Havel, These revised Tariffs will come into force 
with effect from 1st January , 1974 . 


Sr. Survey Perenni. 
No . number ally irri- 

gated 


1. General Conditions. 


Seasona 
lly irri. 
gated 


Un 
irrigated 


Remarks. 

If irrigated , 
sources of 
irrigation e . g . 
Govt. Scheme 

Private well 
etc . 


1. These tariffs are subject to revision by the Administration 
from time to time. 


2 . These tariffs are subject to the the terms and conditions for 
power supply approved from time to time by the Government, 


12 I 


3 . Supply of power in all cases is subject to execution of 
agreements by consumers . 


Signature of theholder or of his guardian 
or authorised agent on his 

behalt . 


4 . Unless otherwise agreed to these tariffs are applicable to 
each point or supply for installations which are located reason 
ably near to the power lines and feeders of the Electricity 
Department, 


By order of the Administrator , 

Sd /- Illegible 
Secretary to the Administrator , 
Dadra & Nagar Haveli, 

Silvassa . 
368GI/73 


5 . As a general rule , no Lower Voltage Service will be given 
where the connected load per service is over 100 KVA nor High 
Voltage Service will be given where connected load is less than 
100 KVA . Exceptions may be made in special case at the dis 
cretion of the Administration , 
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[PART III — SEC . 3 


6 . Il energy supplied for a specific purpose under a particular 

TARIFF SCHEDULE - 1/). 
Tariff is used for a different purpose not contemplated in 
the contract for supply and /or for which higher tariff is appli 

L , T , SUPPLY FOR AGRICULTURAL PURPOSES : --- 
cable , it will be decmed as misuse and stealing of envergy within 

Applicable to power supply for agricultural purposes : 
tho meaning of the Indian Electricity Act, 1910 . In such 
a case , the energy consumption bills already rendered for the se 

(Already came into force from 1-6 -1973) 
rvice shall be revised changing at the appropriate higher tariff 
from the date of connection unless convincing reasons are 

Mixed Charges. 
adduced thereof for adopting a different periodl. The imposition 

1, First 5 BHP of connected 
of his higher tariff will not relieve the consumer from any 

load or contracted load 
penalties imposed by the law . 

whichever is higher . 

Rs. 1 - 25/BHP month , 

2 . Next 10 BHP of connected 
7 . Consumors are liablc to have electric supply disconnected 

load or contracted load which 
after seven days notico if bills are overdue for more than the 

over is higher . . : Rs. 1 - 50 /BHP/ inonth , 
permitted period without prejudice to the rights of the 

3. For the next 10 BHP of con 
Electricity Department to recover the amounts of the bills 

nected load or contracted 
and surcharges thereon . 

load whichever is higher . Rs. 1c= 75 / BHP /Month , 

4 . For the remaining BHP in 
8 . Consumers requiring supply for loads not covered by these 

excess of 25 BHP of contract 
tariffs and also clectro -chemical and electro -metallurgical 

or connected load whichever 
industries which are electricity intensive , may negotiate for 

is higher . . 
special tariff with the Electricity Department. 

. . Rs , 2 = 00 / BHP/Month . 

Energy Charges : : 
9 . In cases of doubts or anomalies in respect of categori 

All units conşunned during the 
sation of any consumer , the decision of tho Administration 

month . 
shall be final 

. . 0 = 14 paise per unit . 

Minimum Charges 
Revised Tarift for consumers of Electricity in Dadra and 

The annual minimum charges , exclusive of the amount 
Nagar Haveli. 

realised from the consumers under the fixed charges shall be 

Rs. 35 /- per BHP of connected or contracted load , whichever 
Standard Rates and Charges for Electricity Supply : -- 

is higher , 
TARIFF SCHEDULE - I. 

Delayed payment Surcharge ; — 6 % 
Domestic and Commerciul Consumers. 

TARIFF SCHEDULE - IV 
Light, Fans and Power appliances for domestic and commer 

Public Lighting : - 
cial premises like shops , business houses , offices , Education 

The ratos includo maintenance , operation and control of the 
Institutions, public buildings , rcligious places , hotels , hostels street lighting system , Electrical energy requirements , clcaning 
cinemas and similar premises . 

of lamps and fixtures and repewal and replacement of supplies 
There will be one neler combined for domestic commercial 

and including loss or damage by theft, breakage etc . 
lights, fans and Power , Option is given to consumers to choose 

Fixed Charges : - 
any of the two alternative below - . 

For public lights provided on the distribution lines alrcady 

laid for supply to the general public Rs. 1 -50 per lamp per month . 
(a ) First Alternative: 

Energy Charges 3 
Electricity Consumption 

Rate Electricity Consumption . 

Kwh /month 
(Kwh /Month ) 

All consumption 

. . 31 paise per unit. 
1 . First 50 Units . . 

6 % 
. . 35 paisc per unit, 

Dolayed payment surcharges . 
2 . Next 50 units . . 30 paisc per unit , 

Lamp Renewals and Replacement: 
3 . For all units in excess of 100 22 paise per unit. 

The consumer shall bo billed monthly for the replacemont of 
4 . Minimum chargc /month Rs. 2 = 00 per incter / 

lamps made during the month as per record of the number and 
month 

size of the lamp at the current market rates, Alternatively, tho 
5 . Meter Rent , , 0 = 50 per meter /month . 

consumner shall supply the necessary lamps or correct wattage 
6 . Delayed payment charges . 6 % 

for replacing thọ burnt out/lost lamps and arrangement shall 

be made to replace these lamps . 
(b ) Second Alternative , 

TARIFF SCHEDULE -- V 
1 . First 50 units, , , , 35 paise per unit, 

H . T . Industrial Supply : - 
2 . Next 50 Units . . 

27 paise per unit, 
3 . For all units in excess of 

Applicable for supply at H , T . to industries having connoctod 
21 paise per unit . 

load over 75 BHP/ 56 KW . 
4 . Minimum charges per month . Rs. 20 - - 00 

Demand Clarges: 
5 . Delayed payment surcharges . 6 % 

Rs. 15 500 /KVA /Month of billing demand . 
6 . Meter Rent. , , , 0 – 50 paise neter /month . 

Energy Charges: 
TARIFF SCHEDULE _ II 

All consumption . . . 10 . 5 paise /kwh . 

PLUS 
L . T . Industrial Supply : 
Applicable to small and medium 

Fuel surcharge as deinanded by G . E . B . from the U . T . of 
industries . Also applicable 
for supply of power to water works. Lighting and Fans to be 

Dadra and Nagar Haveli from time to time. 
charged under Schedule I. 

Minian Charges : 

Will be the demand charges based on the KVA of the 
Electricity Consumption 

Rate 

billing demand , 
Kwh /Month ) 

Delayed payment surcharges 6 % . 
1 . First 500 units . . . , 

. 22 paise per unit. 

TARIFF SCHEDULE - - VI 
2 . All in excess 20 Paise per unit , 

Temporary Supply 
3 . Minimum Charges . Rs. 7 = 50 /month / B . H . P 

or part of contract or 

for a marimum period of 90 days : Rates under appro 
connected load which 

priate category as inentioned above plus 30 % , 
cver is higher . 

Delayed payment surcharges : - - 
4 . Meter Rent . . , Rs. 1 -- 00 per meter per 

By order of the Administrator 
month 

Sd /- ILLEGIBLE 
5. Dclaycd payment surcharge , 6 % . 
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